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lo The Lenstankolit Works was formerly celled the State Central Iron- 

foundry Works * Tsantrolit" (Gosudarstvenny Taentralny Chugumo-liteiny 
Zavcd "Toontrolit n ) B hut prior to the war it was renamed the Leningrad 
Machine Tool Foundry Works (Leningradski Stankoliteiny Zavo&), or, in its 
abbreviated fozm.Leaiatankolit. 


2 e The works is located at 36 B, Timofeyevakaya ul„, Leningrad; on one side 50X1 -HUM 
it faces Mineralnay a ul. * In the vicinity, on the opposite side of Zhukova 
ulo. Optical Factory i/n 0GFU Ho. 349 of the Ministry of Armaments is 
situated. On the opposite side of Mineralnaya ul. the Krasny Vyborzheta 
i Works of the Ministry of Metallurgy ia situated, and further on is the 

Stalin Works. The railway branch line to the works crosses Uspenskaya ul. 


3. During the war, a part of the works was evacuated and the r emai ning part 
carried out work in connection with the defense of Leningrad, The works 
suffered comparatively little from bombing. Restoration was begun in 1944. 

4. The works produces cast-iron stands, mainly for machine tool factories 
hA j ringing tc* the Ministry of Machine Tool Construction of the USSR. A 
portion of the castings is sent to engineering works of other ministries. 
Actual output has been os follows* 


In 1946 about 4,200 tons of castings 
In 1947 " 4,300 " " " 

In 1948 • 4,800 " " " 


5. 



The q ua lity of the castings produced is not entirely satisfactory. Many 
recipients complain about castings, of which scxne are rejected and others 


are corrected. 
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In 1948, the Acting Director was Chief 
En gine er Yekimov. I the Director was Bronnikov, who 

was absent at the time. The number of workmen employed at the works is 
not known. 
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» 2 * 


to In 1949 new equipment, including molding machines 

or new types U'ffilckole - 14" and "Osborne", modified by Soviet designers), 
began to arrive at the works . 
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! l SSKSSfii* If available city plans of Leningrad are accurate, 50X1 -HUM 

this description of the location of the Lenstahkolit Works is emplelxdy 

inaccurate* Following is the street plan of the area as given in 

German General Staff Hilitargeographlsche Angaben aeries. I 50X1 -HUM 
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O ^xk 

A ” Taontrolit (non Lenst a h kol i t ) Works, as shown on teen pi««» 

® ® M * " 0 t according to address given in report 

D or £ - OGrHJ Optical Works 
F - Smrdlotr Works 
0 - Fyborshets Works 
H - Stalin Works 
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